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Kerala Gazette No. 28 dated 10th July 2007. 

PART m 


STORES PURCHASE 


Department of Indigenous Medicine 

SHORT TENDER NOTICES 


( 1 ) 

No. S1/4452/2007/AVC. 16th June 2007. 

Sealed Competitive tenders are invited for the supply 
of the following items to the clinical labs attached to the 
Collegiate hospitals of Government Ayurveda College, 
Thiruvananthapuram for the year 2007-’08. 

Tenders should be superscribed “Supply of items to 
the clinical labs” addressed to the Principal, Government 
Ayurveda College, Thiruvananthapuram. The last date of 
the receipt of tenders will be at 3 p. m. on 
3-8-2007. The late tenders will not be accepted. The 
tenders will be opened at 3.30 p. m. on 3-8-2007 in the 
presence of such of the tenderers or their authorized 
representatives who may be present at that time. 

Intending tenderers may on application to the Principal, 
Government Ayurveda College, Thiruvananthapuram 
obtain tender forms on which tenders should be 
submitted. Application for the tender form should be 
accompanied by cash remittance of Rs. 450 (including tax) 
which is the price fixed for a form and which is not 
refundable under any circumstances. The tender form is 
not transferable . Sale of tender forms will be closed at 
1 p. m. on 3-8-2007. Cheque, Postal order etc. will not 
be accepted towards the cost of tender forms. Those 
who wish to purchase tender forms by post shall send 
an additional amount of Rs. 50 by money order to cover 
postal charges. Duplicate tender form, if required, will be 
issued at Rs. 225 per copy. Intending tenderers should 
deposit an amount of 1% of the total cost quoted rate as 
Earnest Money Deposit by Demand Draft in favour of 
the Principal, Government Ayurveda College, 
Thiruvananthapuram together with an agreement in Kerala 
Stamp paper 

worth Rs. 50. The rate quoted shall remain firm for 
acceptance till 31-7-2008. The Principal, Ayurveda 
College, Thiruvananthapuram will have powers to 
postpone/cancel the tender without assigning reason. 
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Ayurveda College Hospital, Thiruvananthapuram 

Blood sugar kit for Autoanalyser 14 kits (10x 100ml)x 14 
Serum cholesterol kit with HDL 

auto analyzer 75 kits (2x50ml) x 75 

Serum Triglyceride kit 12 kits (2x50ml)xl2 

Serum Bilirubin kit for auto analyzer 5 kits (4x50ml)x5 
Blood Urea kit for auto analyzer 3 kits (400mlx3) 
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Serum Uric acid kit 

10 kits (5x20ml)xl0 

Serum AST kit (SGOT) 

8 kits (10xlQml)x8 

Serum ALT kit (SGPT) 

8 kits (10xl0ml)x8 

Serum Creatinine kit 

5 kits (4x50ml)x5 

Serum calcium kit 

1 kit (2x50ml)xl 

Serum Alkaline phosphates 

15 kits (10x2.2ml)xl5 

Kit for serum Total protein 

3 kits 

Kit for serum Albuminin 

Internal quality control serum 

3 kits 

for biochemical test 

Serology kits 

lkit(4x5ml) 

RA test kits 

80 kits (20 test kit) 

ASO test kit 

15 kits (100 test kits) 

RPR 

1 kit 

CRP kit (Latex Agglutination) 

Equipments, Glass wares and others 

Electric centrifuge Machine with lid 

5 kits 

Having 8 tubes 

2 Nos. 

Serological water bath (330x300x175) 

1 

Electric hot plate 

Haemocytometer with bright line 

2 

counting chamber 

2 

Westergren’s ESR stand with six tubes 4 

Westergren’s ESR tube 

25 

Microscopic slide (Blue star) 

10 pkts. 

Micro coverglass (Blue star) 

2x20 pkts. 

Stainless steel tray 16”x 12” 

Borosil cuvette for span Auto 

2 Nos. 

analyzer (pkts of250 nos.) 

2 pkts. 

Test tube holder 

10 Nos. 

Measuring cylinder (10 ml) 

(Corning glass) 

Disposable syringe with Needle 

5 Nos. 

2 ml (23 g) 

Disposable syringe with Needle 

7000 Nos. 

5 ml (23 g) 

3000 Nos. 

Disposable gloves 7.5” size 

1500 pairs 

Disposable gloves 7” size 

1000 pairs 

Disposable masks 

Chemicals 

500 Nos. 

Leishman’s stain 

25x250ml 

Sodium citrate 

5x500gm 

Normal saline 

2x500ml 

Distilled water 

5x500ml 

Urine test strips (multi stix) 

Motion occult Blood strips 

2 pkts. 

(Haemostrips) 

3 pkts. 

P. H.strips 

2 pkts. 

Ayurveda College Hospital for Women and Children, 
Poojappura 

Distilled water 

500 mix 15 

Surgical spirit 

500 ml x 20 

Benedicts qualitative solution 

500 mix 15 

3.8 % sodium citrate solution 

500 ml x 3 

0.1NHCL 

500 ml x6 


Concentrated sulphuric acid 

500 ml x2 

Tincture Iodine 

500 mlxl 

Enrlich Reagent 

500 mlxl 

Ammonia solution 

500 mlxl 

Rother as Reagent 

500 mlxl 

Blood Group Reagent kit 

10 ml x3 

(Anti A, Anti B, Anti D) 

(3 kits) 

Ammonium sulphate 

500 gm xl 

Glucose kit (Enzymatic method 

8 kits (1000 test/kit) 

for the use of span Autochem) 
Cholestrol kit (Enzymatic method 

For the use of span Autochem) 

15 kits (100 test/kit) 

Bilrubin kit (for the use of span 
Autochem) 

1 kit (2x5 0ml) 

Urea kit (for the use of span 
Autochem) 

lkit 

Pregnancy card 

400 cards 

HBs Ag card 

300 cards 

VDRL RPR Card 

250 cards 

HIV Card 

300 cards 

Cratinine kit (for the use of span 
Autochem) 

1 kit 

Pottassium iodide 

100 gm. 

Iodine crystals 

2 x 25gm. 

ASO test kit 

2 kits (100 test/kit)- 

RA Test kit 

200 tests 

5 kits (40 test/kit)- 

2ml Sterile Disposable syringe 
with 23 G needle 

200 tests 

12,000 

5ml Sterile Disposable syringe- 
with needle 

300 

Butterfly Needle (24 G) 

200 

Sterile Disposable Lancet 

2,000 

Coming cuvette for span Autochem 
analyzer 

2 Box (250 tube/box) 

Wash bottle (large) 

3 

Sahlis Hemoglobinometer 

2 

Borosil Blood collection 
test tube (12 x 75mm) 

1000 

Test tube (large) for boiling 

20 

Test tube Rack (Stainless steel) 

1 

For 12 x 75mm tubes with 15x4 holes 
Beaker 250ml (glass) 

2 

Beaker 500ml (glass) 

2 

Beaker 100ml (glass) 

2 

Beaker 250ml (plastic) 

2 

Test tube holder 

10 

Tissue paper roll 

2 roll 

Ordinary filter paper 

50 sheet 

Graduated glass pipette-10ml 

3 

Graduated glass pipette-5ml 

3 
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Measuring cylinder (glass) 250ml 2 

Glass rod 10 

Western Green ESR stand with 2 stands with 

12 tubes 12 tubes 

F iller-Plastic (Large) 12 

Plastic tray with lid 2 

Stoppered conical flask (100) 2 


Hot Air oven (small) 

Thermostatic controlled 
Accuracy 

Double walled, stainless inside 

35cm x 35x35 1 

Electronic Balance 

Sensitivity of 0. lgm. weighing range 
0.1 gm. 400 gm. 1 

EDTA vials (for 2ml Blood) in built light 200 Nos. 


Microscope 

With Binocular Eye piece and with 
10 x 40 x 100 x scanner obj ective lences 1 

Panchakarma Hospital, Poojappura 

Micropipette stand 1 

Tips for 5ml micropipette 500Nos. 

Rectangle glass jar (for cleaning 
glass wares) 1 

Distilled water 500 ml 

Permanent marker 1 

Round band aid for blood collection 500 
Microscopic slide 2pkt 

Disposable syringe with needle (2ml) 2000 Nos. 

Concentrated H2S04 500ml 

Blood sugar kit 5 kit 

Cholestrol kit 7 kit 

RA test kit 6 kit 

ASO test kit 6 kit 

Sprit 5 L 

Benedicts qualitative reagent 10 L 

Leishman’s stain 5 L 

Haemoglobinometer 1 

Serum urea kit 5 kit 

Lipid profile kit 5 kit 

Serum creatinine kit 5 kit 

Total protein kit 4 kit 

SGOT test kit 4 kit 

SGPT test kit 4 kit 

AST test kit 4 kit 

ALT test kit 4 kit 


( 2 ) 

No. S1/10600/2006/AVC. 13th June 2007. 

Sealed Competitive tenders are invited from the firms 
who are interested in Building body to a College bus 
chasis “Ashok Leyland-ALPSV 4/62-193” (WB) Viking 
passenger chassis 48 + D (2 x 2 seating lay out) Tenders 
should be superscribed, tender numbered and addressed 
to the Principal, Government Ayurveda College, 
Thiruvananthapuram-695 001 and submitted to this office 
before due date and time. 

Tender No. S1/10600/06/AVC 

Cost of tender form : 

Original—Rs. 440 
Duplicate—Rs. 220 

Last date and time of sale of tender form—30-7-2007, 

1 P. m. 

Last date and time of receipt of tender—30-7-2007, 

3 P. m. 

Date and time of Opening of tender —30-7-2007, 

3.30 P. m. 

Time of completion—3 months from the date of the 
receipt of work order. 

Specification of building of bus body will be issued 
from this office at the time of purchase of the tender 
form. Those firms who are having previous experience in 
bus body building to educational institutions will only be 
considered. They must submit proof of their past 
experience of bus body building or sketch of already built 
bus body along with the tender. 

Tender form can be had from the Office of the 
Principal, Govt. Ayurveda College, Thiruvananthapuram- 
695 001 upto 3.30 p.m. on all working days. Tender form 
can be obtained by post, if required by remitting due 
amount with Rs. 50 extra as postage charge by way of 
money order, addressed to the Principal, Govt. Ayurveda 
College, Thiruvananthapuram-695 001 on or before 
20-7-2007 . No other forms of remittance through post will 
be accepted. The Principal, Ayurveda College, 
Thiruvananthapuram will have powers to accept or reject 
any tenders without assigning any reason. 

©flCD^OJODa^oJ^CDo C3TD)Cn)2(3CBaJ3 (Bdft>0(B63£2l6)£J 0113^0(30101 
c&>o3c06) (0)0(01 Q^J^CTTXOllcf) 00) QJ 00^(2000) (Bc&>0(B63g§ 6m mil6 )0$ 
(B£Lj(ro1(ro1ciri (< Ashok Leyland-ALPSV 4/62-193” (WB) 
Viking passenger chassis 48 + D (2 x 2 seating lay out) 
g6yxio(u51 0)1(3(221^ crxoS^mrxoilai oiogjoj cmoooJcn6SB 
631(03 (Til (TTl^o (22(3QJny 3(3^000)^03 cBUd 610)1^1)0^0 63 63) (TD). 
oil 003 oil OJ060303 uJJCUOS QnJ^SQlCm]. 
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GcS^mocro cm cm (5—o^cro 1/10600/06/AVC 
GcB^ocro (BaGoo(QTO)l0ci^ culm 

63Olg£lCT)03-440 02oJ 

ajD^nJlGcBog—220 02 0 - 1 

3(3 a UJOO\) GclOOOo oMc^CTT) CSTdOJCrOOClD 0)°1 qQ)0)1qQ)2o 
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ClTO(2QQ)QJ2o 30-7-2007, 3 p.m. 
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30-7-2007 3.30 p.m. 

qj(3cB0 0£>j(Q)(O)2 (O)1^(Bc900t§ dODomocuail— ojc3cO 0 630c8cux5 
©©aDaj^cn) co)1 qq) coil (22(0 )(o3 ^^aoarocoroilcDcQDO. 

ar)1^c2Qilc002aJoa5 gGq(/31a02CTT) (B0 uocu 51 oq) 20 s Specification 
tender form -cbodo 0 soo_|o cncoSc^cmtfflosrT). ojlo^oe^ocro 

cmoooJ(T)6OBa3c90 6man cB6moajDl 0)1(8221.^2 (T)co3cBd1oq)1§2^ 
22O3oJ0li3JOQ)o Q 6H§0 00)1 0lc906rT)o. 0)1(3221^2 O)(03 cBd2 OJ003 
6)(B(3ao1c002Cinr) 6mon (B6mocu)1oo)20S (B06uo hS\{jjs)Q(lo <3O)(O0coto) 

0)1 (322l <y1 sjggj 6manl0o^ £»j1 (.(O)cb ao cmaDl(0)o 0so^(3 

On2(3n_|lGcB06TT§(O)D6Tf). 

3(3 a moon (Baoooo (O)l02OJO)(TO)oJ20o (st^qq^cBgojg Gc&>og 63S2 
Cojlo3on1n_|Dgl0O^ 0OaOlcm1co3 0)10T)2o L^JOJ^COTOfl 3laJOn6SB^1co3 
00OJca>2CBOT)0o 3.30 26TT)lQJ00 mS^2D6TT). (0)oJ0(03 20(3 COo 
3 (Simoon GaOOOo (319)0100122063 01(3 CBaOOO(OTO)l0O^ OJlmCBOQ)0 
0SOo_|o 50 (O^oJ (BoJOCBOn^ ijJ 0(3 ©02000)1 (0T0CJD1c9dO G .03(3(015) 

Cojlo3on1o_|oa3, (orajoo^GajG Gc&og^©, (O)l02OJO)oo)oJ2Oo-695 ooi 
C10OT) OJlmOOn(OTO)1(03 26TT)1 630(3(U)(3 (319)00)1 (5T9OQ)OQ>Gc90 6n3 
(0)06TT). 26TT)1 630(8(U) 02 cft>(/3 20-7-2007-0)2 2203oJOOQ)1 6DOO 
BOaOlcmlcoS ms1^jl0lc006TT)o. (0)oJ0(03 20(3 COo 3(3^000) aOOOo 
(OTd)aJ(/O^0o_|S2(TT)aJ(3 26TT)1 630(3(U) (3 226UOOO)l0o 20(.(5)G2 oJ6TT)0 
(OTdOQ)OQ)c002aJOO3 oJOSjggj. a$0(5)0®2 6)S0^O2o c0dO06TT)o dn06TT)1 
C00O0CO) (T)10 (ml c000 G (T) 0 2OOlOJOQ)c00OGO)O g)g3g3 (3T9(JL>1c&>0(9o 
(O)l02OJO)oo)oJ20o (OTO)OQ)2^Gqj3 GcQdOG^^ c^Jlo3on1n_|og1(o3 ailceml 
aJ (0)2000)1®1c002o. 

Specification of bus body 


9. (a) 

10 . 

11 . 

12 . 

13. 

14. 


15. 


16. 


17. 

18. 

19. 

20 . 
21 . 


Rear Bumber Tinted glass mounted on rubber 
M.S. Bumper 

Flooring Marine chequered sheet as per 

standard 


Wheel hump 
Foot step 

Exterior panel 


Interior panel 


Interior 
extrusions 
waist rail roof 
top 

Seat 


Driver seat 


Box type with Aluminium 

3 steps-structure with Aluminium 
chequered plate (3mm Aluminium) 

Sides : 18G Aluminium sheet 
Roof : 20G Aluminium coil with 
roofing Tarfelt covering 

Roof : PVC coated sheet-VL 005 
pale Gray (AL) 

Sides : PVC coated sheet-VL 005 
pale Gray (AL) 

DCM Aluminium beading- 
Anodized 

TVS 851 Aluminium beading- 
Anodized 

Standard seat with 4" foam cushion 
and back rest and upholstery with 
best quality rexin 
Seat frames 2mm (14G) are grey 
colour powder coated and pipe over 
seat (MS) powder coated foot rest, 
back rest, HDP sheet. 

OE 


Driver partition Powder coated MS pipe PC pipes 

Entrance/exit Powder coated MS pipe with 

(partition) covering in Novapan 

Insulation Sides and Roof-Thermo coal 

Windows Sliding glass (with aluminium 

channels) 


Doors 


1. 

Vehicle 

- Leyland 193” (W.B.) viking chassis 

22. 

Driver door 

Full door 

2. 

Type of body 

- All steel structure (Tubular) (High- 

23. 

Entrance and 

Full door with louvers 



Tech) 


Exit door Extreme (Extreme rear including sliding glass) 

3. 

Seating capacity 

- 48+D (49 in all) 2x 2 lay out 


rear 


4. 

Over all width 

- 2500 mm 

24. 

Centre post 

5 Nos. 

5. 

Interior height 

- 193cm 

25. 

Grab rail 

M. S. powder coated-1 row 

6. 

Overall height 

-3150 mm (including outside top 

26. 

Window guard 

2 rows (interior) M. S. Pipe powder 



luggage carrier) 


pipe 

coated 

7. 

Structure 

- All steel tubular 

27. 

Battery box cum 

Inside under 3 pass seat 

8. 

Front shape 

- Wind shield-single glass 


tools box 




Wiper-ordinary type 

28. 

Engine cover 

O.E.-to painted as in DSO 



Bumper as provided in the chassis 




9. 

Rear shape 

- Wind shield glass-single piece 


Electricals 




toughened as per KMV Rules 

29. 

Meter board 

OE (FRP-to be painted as in DSO) 


30. 

31. 

32. 

33. 

34. 

35. 

36. 

37. 

38. 

39. 

40. 

41. 

42. 

43. 

44. 

45. 

46. 

47. 

48. 

49. 

50. 
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Roof lamp 

2 feet tube light with invertor 
(4 Nos.) 

Foot step light 

Roof mounted spot lamp 

Maker lamp 

Yes 

Tail lamp 

OE-4 compartment (Original 
to be flushed inside the body) 

Wiper motor 

Air 

Additional head 
lamp 

Yes-2 Nos. 

Rear No. plate 
light 

2 Nos. Maruti type 

Reflector 

4 Nos. each side 

7MM wire, with 

Complete switch 

Fitments 


Mud flop 

Rubber 

Rear view mirror 

2 Nos. 

Inside mirror 

1312 mirror 

Number plate 

For front and rear 

Spare wheel carrier 

0 E 

Diesel tank extra 

bracket 

1 No. 


Air Horn Elgi musical air horn 
and electrical horn-1 No. (as per 
Kerala Motor Vehicle Rules) 

Top corner indicator4 Nos.-BMC 

Record box 

1 No. 

Bell 

Electrical 

Permit Box 

1 No. 

Tools Box 

2 Nos. Standard Tools Box and 

one box behind driver above 
driver partition. 

First Aid Box 

Standard First Aid Box behind 
driver above driver partition. 


51. 

Bulb horn and 



rear view 

DSO type 

52. 

Mirror 


53. 

Driver fan 

1 No. 

54. 

Provision for Fire 



Extinguisher 

Party supply-standard equipments 

55. 

Provision for 



Water tank 

Party supply-standard equipments 

56. 

Clock and God 



picture 

Party supply 

57. 

Provision for VCD 
Player, 

TV, speakers 
(as per standard 



specification) 

Party supply 

58. 

Emergency door 

To be provided on back side as 
per Kerala Motor Vehicle Rules 

59. 

Hat rack (Luggage 



carrier) 

Both sides DSO type 

60. 

Painting 

ASPA 

Note: —1. Tenders can 

be submitted for building body 


with materials both MS plate or Aluminium 
(Alloy) 


2. The body should be built in accordance with 
Kerala Motor Vehicle Laws and Rules made 
thereunder. 

Guarantee terms -The body should have guarantee 
for atleast 2 years or two lakhs Kilometers whichever is 
later for manufacturing defects of body. 

Government Ayurveda College, (Sd.) 

Thiruvananthapuram. Principal 



